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NOTE: NUMBERS AT TOP OF COLUMNS, REFER TO NUMBERED INSTRUCTIONS ON COVER 

1 ENTER TEMR AND PREC1R FOR I ST. DAY OF FOLLOWING MO. WHERE OBS. IN MORNING ONLY. 

2 READING OF MAX. THERMOMETER IMMEDIATELY AFTER SETTING. 

3 INCLUDING RAIN, HAIL, SLEET AND MELTED SNOW ON DAY OF MEASUREMENT. 
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